AMENDMENT NO. 3 OCTOBER 2018 
TO 
IS 15153 : 2002 FACE PACK — SPECIFICATION 


[Page 2, Table 1, SI No. (i1)] — Substitute the following for existing: 


SI Characteristic Requirement Method of Test, 
No. Ref to Annex/ 
if IS No. 
Type 1 Type 2 
@) (2) G3) (4) (5) 


ii) Stability at 45 + 1°C for 48 h 


Stable (if no noticeable 
phase separation) 


[Page 2, Table 1, SI No. (v), col 2] — Substitute the following for existing: 
‘Ash content, percent by mass (on dry basis), Min’ 
(Page 3, clause C-3) — Insert the following at the end of clause: 
‘Loss on drying, percent = 100 — Residue on evaporation, percent’ 


(Page 4, clause D-1, formula) — Substitute the following formula for the 
existing formula: 


Percentage ash (on dry basis) = Mass of residue * 100% 100 
8 y Mass of sample x (100 — Loss on drying) 


(PCD 19) 
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